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Message Text 


LIMITED OFFICIAL USE PORT OF SPAIN 0373 

PASS USDOC FIELD OFFICE SAN JUAN 

E.O. 11652: N/A 

TAGS: BENC/BEXP, ECRE, TD 

SUBJECT: FOREIGN GOVERNMENT TENDERS: CARONI- ARENA WATER 
SUPPLY PROJECT 

REF: PORT OF SPAIN 335 

1 . WE ARE INFORMED BIDS ON CONTRACTS 1, 2, 5 AND 6 NOW 

BEING AWARDED, AND THAT TELEXES HAVE BEEN SENT TO PIZZAGALLI 
AND SAM P. WALLACE/REXACH INFORMING THEM OF THIS. 

2. EMBASSY HAS RECEIVED FROM TENDERS BOARD INVITATION TO 
BID ON NEW CONSTRCT 4A (FORMERLY CONTRACTS 3 AND 4, WHICH 
HAVE BEEN REJECTED). NOTICE BEING REPORTED TO USDOC 
SEPTEL FOR DISSEMINATION TO POTENTIAL U.S. BIDDERS. 

RICH 

NOTE BY OC/T: NOT PASSED SAN JUAN. 
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